Message 


From; 

Sent: 

To: 

Subject: 


McCray, Keith (NFK) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 
01/CN=RECIPIENTS/CN=KEITH.MCCRAY] 

Zn/lQll 9:12:59 PM 

Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF M ASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 
Com 


Hi Kate; 

in this case ! would need ail of the items re-tested, if it cannot be done before the March 19 trial date, i 
understand. We have a final pretrial on this case next Monday, if the case does not get resolved,! anticipate a motion 
to continue the trial to be made due to the fact that, even if the re-test were done immediately, counsel is going to want 
the "lab kit" on the re-test and wiil need time to review it and compare it to the origina! test. 


In any event, i will keep you up to date as to the status. 


Thanks 


Keith J. McCraj 

Assistant District Attorney 

Norfolk County District Attorney's Office 

45 Shawmut Road 

Canton, MA 02021 

Ph: (781) 830-4800, Ext. 327 

Fax: (781) 830-4801 


From: Corbett, Kate (DPH) 

Sent: Wednesday, March 07, 2012 1:33 PM 

To: McCray, Keit h (NFK) _ 

Com 

Importance: High 
Hi Keith, 

the samples you to the 

For court purposes, do you need all of the items re-tested (including the residue on a scale)? Or would it be 
acceptable if I just re-tested the large heroin and the largest cocaine? If you would like all of them re-tested, I can 
certainly do that but I Just wanted to double check before I opened them. 

Please let me know. 

Thanks, 

Kate Corbett 
Chemist II 
Drug Analysis Lab 


Folk OIG PRR 062792 






Dept of Public Health 
305 South St. 

Jamaica Plain. MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 


Folk OIG PRR 062793 



